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SCM169 
VEP81183A 


POWER1(PAL) 
01/01 
COMPONENT 
NAME 
CIRCUIT BOARD NO. 
COMPONENT PATH 


COMPARISON CHART 


NTSC 
PAL 
IMPORTANT SAFETY NOTICE: 
COMPONENTS IDENTIFIED WITH THE MARK HAVE THE SPECIAL 
CHARACTERISTICS FOR SAFETY. 
WHEN REPLACING ANY OF THESE COMPONENTS, USE ONLY THE SAME TYPE. 


THE MARK INDICATES THE PRIMARY CIRCUIT TO DISTINGUISH THE 
PROMARY FROM THE SECONDARY CIRCUIT. 
RAY ATTENTION NOT TO RECEIVE AN ELECTRIC SHOCK DURING REPAIR AND 
SERVICE OF THE PRODUCTS. 


CAUTION 


JAPAN ONLY 


